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Rules, Regulations, Orders 


TITLE 6—AGRICULTURAL CREDIT 

CHAPTER I—FARM CREDIT 
ADMINISTRATION 
|FCA 1691 

Authority, and Designation of Order 
of Precedence, of Deputy Governor, 
Deputy Land Bank Commissioners, 
and Chief, Appraisal Subdivision, to 
Act as Land Bank Commissioner 

Section 3.6 1 of Title 6, Code of Fed¬ 
eral Regulations, as amended, is hereby 
amended to read as follows: 

“§ 3.6 Authority, and designation of 
order of precedence of Deputy Governor, 
Deputy Land Bank Commissioners, and 
Chief, Appraisal Subdivision, to act as 
Land Bank Commissioner . Roy M. 
Green, Deputy Governor, is authorized 
and empowered to execute and perform 
any and all functions, powers, authority, 
and duties which the Land Bank Com¬ 
missioner is authorized and empowered 
to execute or perform in the event the 
Land Bank Commissioner is absent or 
unable to serve for any reason. 

“W. E. Rhea, Deputy Land Bank Com¬ 
missioner, is authorized and empowered 
to execute and perform any and all func¬ 
tions. powers, authority, and duties which 
the Land Bank Commissioner is author¬ 
ized and empowered to execute or per¬ 
form in the event the Land Bank Com¬ 
missioner and Deputy Governor Green 
are absent or unable to serve for any 
reason. 

“J. R. Isleib, Deputy Land Bank Com¬ 
missioner, is authorized and empowered 
to execute and perform any and all func¬ 
tions, powers, authority, and duties which 
the Land Bank Commissioner is author¬ 
ized and empowered to execute or per¬ 
form in the event the Land Bank Com¬ 
missioner, Deputy Governor Green, and 
Deputy Land Bank Commissioner Rhea 
are absent or unable to serve for any 
reason. 

“John A. Smith, Deputy Land Bank 
Commissioner, is authorized and empow- 
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ered to execute and perform any and all 
functions, powers, authority, and duties 
which the Land Bank Commissioner is 
authorized and empowered to execute or 
perform in the event the Land Bank 
Commissioner, Deputy Governor Green, 
and Deputy Land Bank Commissioners 
Rhea and Isleib are absent or unable to 
serve for any reason. 

“P. L. Gaddis, Chief, Appraisal Subdi¬ 
vision. is authorized and empowered to 
execute and perform any and all func¬ 
tions, powers, authority, and duties which 
the Land Bank Commissioner is author¬ 
ized and empowered to execute or per¬ 
form in the event the Land Bank Com¬ 
missioner, Deputy Governor Green, and 
Deputy Land Bank Commissioners Rhea, 
Isleib, and Smith are absent or unable 
to serve for any reason. (E.O. 6084, 
March 27. 1933, 6 CFR 1.1 (m); sec. 39, 
40. 48 Stat. 50. 51; 12 U.S.C. 636, 637) 
fF.C.A. Order No. 281, March 18. 19401” 

r seal ] A. G. Black, 

Acting Governor. 

(P. R. Doc. 40-1143; Piled. March 19. 1940; 

11:40 a. m.J 


TITLE 7—AGRICULTURE 

CHAPTER I—AGRICULTURAL 
MARKETING SERVICE 

Part 27— Public Notice Establishing 
Official Cotton Standards of the 
United States for the Grade of Amer- 
ican-Egyptian Cotton 

By virtue of the authority vested in 
the Secretary of Agriculture by section 9 
of the United States Cotton Futures Act 
of August 11, 1916, as amended March 4, 
1919; May 31, 1920, and February 26, 
1927 (39 Stat. 476, 40 Stat. 1351, 41 Stat. 
725, 44 Stat. 1248; 26 U.S.C. 1090-1106); 
and by section 6 of the United States 
Cotton Standards Act of March 4, 1923 
(42 Stat. 1517; 7 U.S.C. 51-65), I, H. A. 
Wallace, Secretary of Agriculture do 
hereby establish, promulgate, and give 
public notice of standards for grades of 
cotton of varieties known as American- 
Egyptian, effective March 20. 1941, as 
hereinafter set forth. Said standards 
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shall thereupon supersede and replace 
the present standards for the grades of 
American-Egyptian cotton which were 
promulgated by the Secretary of Agri¬ 
culture on April 10. 1929. 1 

For the purposes of these standards: 

AMERICAN-EGYPT1AN PIMA COTTON 

§ 27.251 Grade No. 1. Grade No. 1 
shall be American-Egyptian Pima cotton 
which in grade is within the range rep¬ 
resented by a set of samples in the cus¬ 
tody of the United States Department 
of Agriculture in the District of Columbia 
in a container marked “Original Official 
Cotton Standards of the United States, 
American-Egyptian Pima, Grade No. 1. 
effective March 20, 1941.” 

§ 27.252 Grade No. 1 y 2 . Grade No. 
1V 2 shall be American-Egyptian Pima 
cotton which in grade is within the range 


1 Secs. 27.251-27.202. Part 27. Title 7. Code 
of Federal Regulations. 


represented by a set of samples in the 
custody of the United States Department 
of Agriculture in the District of Colum¬ 
bia in a container marked “Original 
Official Cotton Standards of the United 
States, American-Egyptian Pima, Grade 
No. iy 2 . effective March 20, 1941.” 

§ 27.253 Grade No. 2. Grade No. 2 
shall be American-Egyptian Pima cotton 
which in grade is within the range repre¬ 
sented by a set of samples in the custody 
of the United States Department of Ag¬ 
riculture in the District of Columbia in 
a container marked “Original Official 
Cotton Standards of the United States, 
American-Egyptian Pima. Grade No. 2, 
effective March 20, 1941.” 

§ 27.254 Grade No. 2Y 2 . Grade No* 
2V 2 shall be American-Egyptian Pima 
cotton which in grade is within the 
range represented by a set of samples in 
the custody of the United States Depart¬ 
ment of Agriculture in the District of 
Columbia in a container marked “Origi¬ 
nal Official Cotton Standards of the 
United States, American-Egyptian Pima, 
Grade No. 2*4, effective March 20, 1941.” 

§ 27.255 Grade No. 3. Grade No. 3 
shall be Amencan-Egyptian Pima cotton 
which in grade is within the range repre¬ 
sented by a set of samples in the custody 
of the United States Department of Agri¬ 
culture in the District of Columbia in a 
container marked “Original Official Cot¬ 
ton Standards of the United States, 
American-Egyptian Pima, Grade No. 3, 
effective March 20, 1941.” 

§ 27.256 Grade No. 3*4. Grade No. 
3*4 shall be American-Egyptian Pima 
cotton which in grade is within the range 
represented by a set of samples in the 
custody of the United States Department 
of Agriculture in the District of Columbia 
in a container marked “Original Official 
Cotton Standards of the United States, 
American-Egyptian Pima, Grade No. 3*4. 
effective March 20, 1941.” 

§ 27.257 Grade No. 4. Grade No. 4 
shall be American-Egyptian Pima cotton 
which in grade is within the range rep¬ 
resented by a set of samples in the cus¬ 
tody of the United States Department of 
Agriculture in the District of Columbia in 
a container marked “Original Official 
Cotton Standards of the United States, 
American-Egyptian Pima, Grade No. 4, 
effective March 20, 1941.” 

§ 27.258 Grade No. 4*4. Grade No. 4*4 
shall be American-Egyptian Pima cot¬ 
ton which in grade is within the range 
represented by a set of samples in the 
custody of the United States Depart¬ 
ment of Agriculture in the District of 
Columbia in a container marked “Orig¬ 
inal Official Cotton Standards of the 
United States, American-Egyptian Pima. 
Grade No. 4*/ 2 , effective March 20, 1941.” 

§ 27.259 Grade No. 5. Grade No. 5 
shall be American-Egyptian Pima cotton 
which in grade is within the range repre¬ 
sented by a set of samples in the custody 
of the United States Department of Agri¬ 
culture in the District of Columbia in a 
container marked “Original Official Cot¬ 
ton Standards of the United States, 


American-Egyptian Pima, Grade No. 5. 
effective March 20, 1941.” 

§ 27.260 Below Grade No. 5. Amer¬ 
ican-Egyptian Pima cotton which in 
grade is inferior to grade No. 5 shall be 
designated as “Pima Below Grade No. 5.” 

AMERICAN-EGYPTIAN SXP COTTON 

§ 27.286 Grade No. 1. Grade No. 1 
shall be American-Egyptian SXP cotton 
which in grade is within the range repre¬ 
sented by a set of samples in the custody 
of the United States Department of Agri¬ 
culture in the District of Columbia in a 
container marked “Original Official Cot¬ 
ton Standards of the United States, 
American-Egyptian SXP, Grade No. 1, 
effective March 20, 1941.” 

§ 27.287 Grade No. 1 */ 2 . Grade No. 
l*/ 2 shall be American-Egyptian SXP 
cotton which in grade is within the range 
represented by a set of samples in the 
custody of the United States Department 
of Agriculture in the District of Columbia 
in a container marked “Original Official 
Cotton Standards of the United States, 
American-Egyptian SXP, Grade No. l*/ 2 , 
effective March 20, 1941.” 

§ 27.288 Grade No. 2. Grade No. 2 
shall be American-Egyptian SXP cotton 
which in grade is within the range repre¬ 
sented by a set of samples in the custody 
of the United States Department of Agri¬ 
culture in the District of Columbia in a 
container marked “Original Official Cot¬ 
ton Standards of the United States, 
American-Egyptian SXP. Grade No. 2, 
effective March 20, 1941.” 

§ 27.289 Grade No. 2*4. Grade No. 2*4 
shall be American-Egyptian SXP cotton 
which in grade is within the range repre¬ 
sented by a set of samples in the custody 
of the United States Department of Ag¬ 
riculture in the District of Columbia in 
a container marked “Original Official 
Cotton Standards of the United States, 
American-Egyptian SXP, Grade No. 2*4, 
effective March 20, 1941.” 

§ 27.290 Grade No. 3. Grade No. 3 
shall be American-Egyptian SXP cotton 
which in grade is within the range rep¬ 
resented by a set of samples in the cus¬ 
tody of the United States Department of 
Agriculture in the District of Columbia 
in a container marked “Original Official 
Cotton Standards of the United States, 
American-Egyptian SXP, Grade No. 3, 
effective March 20, 1941.” 

§ 27.291 Grade No. 3*4. Grade No. 
3*4 shall be American-Egyptian SXP 
cotton which in grade is within the range 
represented by a set of samples in the 
custody of the United States Department 
of Agriculture in the District of Columbia 
in a container marked “Original Official 
Cotton Standards of the United States, 
American-Egyptian SXP, Grade No. 3*4. 
effective March 20, 1941.” 

§ 27.292 Grade No. 4. Grade No. 4 
shall be American-Egyptian SXP cotton 
which in grade is within the range rep¬ 
resented by a set of samples in the cus¬ 
tody of the United States Department of 
Agriculture in the District of Columbia 
in a container marked “Original Official 


















FEDERAL REGISTER, Wednesday, March 20, 1940 


1103 


Cotton Standards of the United States, 
American-Egyptian SXP, Grade No. 4, 
effective March 20, 1941/’ 

§ 27.293 Grade No. 4*4. Grade No. 
4*4 shall be American-Egyptian SXP 
cotton which in grade is within the range 
represented by a set of samples in the 
custody of the United States Department 
of Agriculture in the District of Colum¬ 
bia in a container marked “Original Of¬ 
ficial Cotton Standards of the United 
States, American-Egyptian SXP, Grade 
No. 4*4, effective March 20, 1941.” 

§ 27.294 Grade No. 5. Grade No. 5 
shall be American-Egyptian SXP cotton 
which in grade is within the range repre¬ 
sented by a set of samples in the custody 
of the United States Department of 
Agriculture in the District of Columbia 
in a container marked “Original Official 
Cotton Standards of the United States, 
American-Egyptian SXP, Grade No. 5, 
effective March 20, 1941.” 

§ 27.295 Below Grade No. 5. Ameri¬ 
can-Egyptian SXP cotton which in grade 
is inferior to grade No. 5 shall be desig¬ 
nated as “SXP Below Grade No. 5.“ • 

Until their effective date. March 20. 
1941, the foregoing standards may be 
used as permissive standards in the pur¬ 
chase and sale of American-Egyptian 
cotton. 

Done at Washington, D. C. this 19th 
day of March 1940. Witness my hand 
and the seal of the Department of 
Agriculture. 

[seal] H. A. Wallace, 

Secretary of Agriculture. 

[F. R. Doc. 40-1148; Filed. March 19. 1940; 

12:38 p. m.l 


Part 28—Amendment No. 3 to the Regu¬ 
lations of the Secretary of Agricul¬ 
ture Under the United States Cotton 

Standards Act 

Pursuant to authority vested in the 
Secretary of Agriculture by the United 
States Cotton Standards Act of March 4, 
1923, as amended March 4, 1933 (42 Stat. 
1517, 47 Stat. 1621; 7 UJS.C. 51-65), I, 
H. A. Wallace, Secretary of Agriculture 
do hereby prescribe, publish, and give 
public notice of the following amend¬ 
ments to the regulations of the Secretary 
of Agriculture under said Act: 

To §28.115 (a) (Reg. 13, Sec. 1, Par. 
1) add the following: 

“AMERICAN-EGYPTIAN PIMA COTTON 

“Standards for grades of American- 
Egyptian Pima cotton effective March 20. 
1941: 

“Grade No. 1. 

“Grade No. l*/i. 

“Grade No. 2. 

“Grade No. 2*4. 

“Grade No. 3. 

“Grade No. 3*/4. 

“Grade No. 4. 

“Grade No. 4&. 

“Grade No. 5." 


“AMERICAN-EGYPTIAN SXP COTTON 

“Standards for grades of American- 
Egyptian SXP cotton effective March 20, 
1941: 

“Grade No. 1. 

“Grade No. l*/ 2 . 

“Grade No. 2. 

“Grade No. 2*4. 

“Grade No. 3. 

“Grade No. 314. 

“Grade No. 4. 

“Grade No. 4*/ 2 . 

“Grade No. 5.” 

In § 28.130 strike out paragraph (a) 
(Reg. 14, sec. 13, par. 1) and substitute 
therefor the following: 

“(a) The cost of any of the universal 
cotton standards of the United States for 
grades of American upland.cotton and of 
practical forms for grades of Sea Island 
and American-Egyptian cotton now in 
effect shall be at the rate of $5.00 each, 
l. o. b. Washington, D. C.. for shipments 
within the continental United States, and 
$6.25 each, delivered to destination, for 
shipment^outside the continental United 
States. The cost of practical forms of 
any of the official cotton standards of the 
United States for grades of American- 
Egyptian Pima and SXP cottons effective 
March 20, 1941, shall be at the rate of 
$3.00 each, f. o. b. Washington, D. C„ for 
shipments within the continental United 
States, and $4.00 each, delivered to desti¬ 
nation, for shipments outside the con¬ 
tinental United States/’ 

Done at Washington. D. C., this 19th 
day of March 1940. Witness my hand 
and the seal of the Department of Agri¬ 
culture. 

Tseal] H. A. Wallace, 

Secretary of Agricultxire . 

[F. R. Doc. 40-1149; Filed, March 19, 1940; 

12:38 p. m.J 


TITLE 16—COMMERCIAL PRACTICES 

CHAPTER I—FEDERAL TRADE 
COMMISSION 

(Docket No. 37121 

In the Matter of Supreme Manufactur¬ 
ing Company, etc. 

§ 3.66 (h) Misbranding or mislabel¬ 
ing—Qualities or properties: § 3.66 (J10) 
Misbranding or mislabeling — Results: 
§3.69 (b) (12) Misrepresenting oneself 
and goods — Goods—Qualities or proper¬ 
ties: §3.69 (b) (15.3) Misrepresenting 
oneself and goods — Goods — Results. Rep¬ 
resenting, directly or by implication, in 
connection with offer, etc., in commerce, 
of respondent’s Supreme, Marvel, Marvo 
or Peerless, or other similar product for 
treatment of hosiery and lingerie, that 
use of such product will prevent runs and 
snags in, or the rotting and fading of, 
hosiery and lingerie, or that, through use 
thereof, the purchaser can save 50 per 
cent of the cost of silk hosiery and lin¬ 


gerie, or any per cent approximating 50 
per cent, or that such use strengthens 
the heels and toes of silk hosiery sub¬ 
stantially, prohibited. (Sec. 5, 38 Stat. 
719, as amended by sec. 3, 52 Stat. 112; 
15 U.S.C., Supp. IV, sec. 45b) f Cease and 
desist order. Supreme Manufacturing 
Company, etc., Docket 3712, March 8, 
1940J 

§ 3.66 (g) Misbranding or mislabel¬ 
ing—Producer status of dealer: § 3.69 
(a) (4) Misrepresenting oneself and 
goods—Business statxis, advantages or 
connections—Dealer as manufacturer: 
§ 3.96 (b) (5) Using misleading name — 
Vendor—Producer or laboratory status 
of dealer. Using, in connection with 
offer, etc., in commerce, of respondent's 
Supreme, Marvel, Marvo or Peerless, or 
other similar product for treatment of 
hosiery and lingerie, the term “manufac¬ 
turing” or any other word or term of 
similar import or meaning as part of 
any trade or corporate name or otherwise 
representing that the respondent is the 
manufacturer of said product, unless and 
until the respondent actually owns and 
operates, or directly and absolutely con¬ 
trols, a manufacturing plant wherein said 
product is actually manufactured by the 
respondent, prohibited. (Sec. 5. 38 Stat. 
719, as amended by sec. 3, 52 Stat. 112; 
15 U.S.C., Supp. IV, sec. 45b) [Cease 
and desist order. Supreme Manufactur¬ 
ing Company, etc., Docket 3712, March 
8, 1940] * 

United States of America—Before 
Federal Trade Commission 

At a regular session of the Federal 
Trade Commission, held at its office in 
the City of Washington, D. C.. on the 
8th day of March, A. D. 1940. 

Commissioners; Ewin L. Davis, Chair¬ 
man; Garland S. Ferguson, Charles H. 
March, William A. Ayres, Robert E. Freer. 

In the Matter of C. C. Johnson, Trading 
as Supreme Manufacturing Company, 
Carlyle Service, Marvo Manufactur¬ 
ing Company, and Peerless Manufac¬ 
turing Company 

order to cease and desist 

This proceeding having been consid¬ 
ered by the Federal Trade Commission 
upon the complaint of the Commission, 
and the answer of respondent, in which 
answer respondent admits all the mate¬ 
rial allegations of fact set forth in said 
complaint, and states that he waives all 
intervening procedure and further hear¬ 
ing* as to said facts, and the Commis¬ 
sion having made its findings as to the 
facts and conclusion that said respondent 
has violated the provisions of the Federal 
Trade Commission Act; 

It is ordered , That the respondent 
C. C. Johnson, his agents, servants, rep¬ 
resentatives and employees acting di¬ 
rectly or through any corporate or other 
device, in connection with the offering 


1 4 FR. 2266. 
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lor sale, sale or distribution in commerce, 
as defined in the Federal Trade Com¬ 
mission Act, of the product for the treat¬ 
ment of hosiery and lingerie now sold 
and distributed by him under the trade 
names Supreme, Marvel, Marvo and 
Peerless, or any other product composed 
of substantially the same ingredients or 
possessing substantially similar proper¬ 
ties, do forthwith cease and desist from: 

(1) Representing, directly or by impli¬ 
cation, that the use of said product will 
prevent runs and snags in, or the rotting 
and fading of, hosiery and lingerie; 

(2) Representing, directly or by im¬ 
plication, that through the use of said 
product, the purchaser can save 50% of 
the cost of silk hosiery and lingerie, or 
any percent approximating 50%; 

(3) Representing, directly or by impli¬ 
cation. that the use of said product 
strengthens the heels and toes of silk 
hosiery substantially; 

( 4 ) Using the term “manufacturing” 
or any other word or term of similar im¬ 
port or meaning as part of any trade or 
corporate name or otherwise representing 
that the respondent is the manufacturer 
of said product, unless and until the re¬ 
spondent actually owns and operates, or 
directly and absolutely controls, a manu¬ 
facturing plant wherein said product is 
actually manufactured by the respondent. 

It is further ordered. That the respond¬ 
ent shall, within sixty days after service 
upon him of this order, file witlrthe Com¬ 
mission a report in writing, setting forth 
in detail the manner and form in which 
he has complied with this order. 

By the Commission. 

[seal! Otis B. Johnson, 

Secretary, 

[F. R. Doc. 40-1130: Filed, March 19. 1940; 

10:11 a. m.| 


| Docket No. 3953) 

In the Matter of W. H. Maze Company 

§ 3.6 <al0) Advertising falsely or mis¬ 
leadingly—Comparative data: § 3.6 (t) 
Advertising falsely or misleadingly — 
Qualities or properties of product. Rep¬ 
resenting, in connection with offer, etc., 
in commerce, of respondent’s roofing 
nails, that its said products have two to 
four times the holding power of other 
roofing nails, or have any designated 
holding power in excess of that possessed 
by other roofing nails, when such is not 
the fact, prohibited. (Sec. 5, 38 Stat. 
719, as amended by sec. 3. 52 Stat. 112; 
15 U.S.C., Supp. IV, sec. 45b) [Cease 
and desist order, W. H. Maze Company, 
Docket 3953, March 8. 19401 

United States of America—Before 
Federal Trade Commission 

At a regular session of the Federal 
Trade Commission, held at its office in 
the City of Washington. D. C., on the 
8th day of March, A. D. 1940. 

Commissioners: Ewin L. Davis, Chair- 
fnan: Garland S. Ferguson, Charles H. 


March, William A. Ayres, Robert E. 
Freer. 

ORDER TO CEASE AND DESIST 

This proceeding having been heard by 
the Federal Trade Commission upon the 
complaint of the Commission and the 
answer of respondent in which answer 
respondent admits all the material alle¬ 
gations of fact set forth in said complaint 
and states that it waives all intervening 
procedure and further hearing as to said 
facts, and the Commission having made 
its findings as to the facts and conclusion 
that said respondent has violated the 
provisions of the Federal Trade Com¬ 
mission Act; 

It is ordered , That respondent, W. H. 
Maze Company, a corporation, its officers, 
representatives, agents and employees, 
directly or through any corporate or other 
device, in connection with the offering 
for sale, sale and distribution of its roof¬ 
ing nails in commerce, as “commerce” is 
defined in the Federal Trade Commis¬ 
sion Act, do forthwith cease and desist 
from: 

(1) Representing that its said roofing 
nails have two to four times the holding 
power of other roofing nails; 

(2) Representing that its said roofing 
nails have any designated holding power 
in excess of that possessed by other roof¬ 
ing nails, when such is not the fact. 

It is further ordered , That the respond¬ 
ent shall within sixty days after the serv¬ 
ice upon it of this order file with the 
Commission a report in writing setting 
forth in detail the manner and form in 
which it has complied with this order. 

By the Commission. 

I seal 1 Otis B. Johnson, 

Secretary . 

IF. R. Doc. 40-1131; Filed. March 19, 1940; 

10:11 a. m.J 


(Docket No. 39331 

In the Matter of Harmony Centre 

§ 3.6 (t) Advertising falsely or mis¬ 
leadingly—Qualities or properties of 
product: §3.6 (ylO) Advertising falsely 
or misleadingly—Scientific or other rele¬ 
vant facts. Representing, in connection 
with offer, etc., in commerce, of book en¬ 
titled “The Grape Cure”, and formerly 
entitled “The Grape Cure (How I Cured 
Myself of Cancer)”, that the system or 
method of treatment outlined in respond¬ 
ent’s book constitutes a cure or remedy 
for, or a competent or effective treat¬ 
ment for, constipation, cancer, heart 
trouble, kidney trouble, bladder trouble, 
angina pectoris, sinus trouble, goitre, 
stomach ulcers, rheumatism, asthma, 
gall-stones or tuberculosis, or represent¬ 
ing that grapes dissolve, or are a solvent 
of, mucus, prohibited. (Sec. 5, 38 Stat. 
719, as amended by sec. 3, 52 Stat. 112; 
15 U.S.C., Supp. IV, sec. 45b) (Cease and 
desist order, Harmony Centre, Docket 
3933. March 9, 19401 


United States of America—Before 
Federal Trade Commission 

At a regular session of the Federal 
Trade Commission, held at its office in 
the City of Washington, D. C., on the 9th 
day of March, A. D. 1940. 

Commissioners: Ewin L. Davis, Chair¬ 
man: Garland S. Ferguson, Charles H. 
March, William A. Ayres, Robert E. 
Freer. 

In the Matter of Jessie F. Springer, an 

Individual Trading Under the Name of 

Harmony Centre 

order to cease and desist 

This proceeding having been heard* 
by the Federal Trade Commission upon 
the complaint of the Commission and 
the answer of respondent, in which an¬ 
swer respondent admits all the material 
allegations of fact set forth in the com¬ 
plaint, and states that she waives all 
intervening procedure and further hear¬ 
ing as to the said facts, and the Commis¬ 
sion having made its findings as to the 
facts and conclusion that said respondent 
has violated the provisions of the Fed¬ 
eral Trade Commission Act; 

It is ordered. That the respondent, 
Jessie F. Springer, an individual trading 
under the name of Harmony Centre, or 
trading under any other name or names, 
her representatives, agents and em¬ 
ployees, directly or through any corporate 
or other device, in connection with the 
offering for sale, sale and distribution of 
a book written by one Johanna Brandt, 
now entitled “The Grape Cure”, but 
which was formerly entitled “The Grape 
Cure (How I Cured Myself of Cancer) ”, 
in commerce as “commerce” is defined in 
the Federal Trade Commission Act, do 
forthwith cease and desist from: 

(1) Representing that the system or 
method of treatment outlined in respond¬ 
ent’s book constitutes a cure or remedy 
for, or a competent or effective treatment 
for, constipation, cancer, heart trouble, 
kidney trouble, bladder trouble, angina 
pectoris, sinus trouble, goitre, stomach 
ulcers, rheumatism, asthma, gall-stones 
or tuberculosis; 

(2) Representing that grapes dissolve, 
or are a solvent of, mucus. 

It is further ordered , That the respond¬ 
ent shall, within sixty (60) days after 
service upon her of this order, file with 
the Commission a report in writing, set¬ 
ting forth in detail the manner and form 
in which she has complied with this order. 

By the Commission. 

[seal] Otis B. Johnson, 

Secretary. 

(F. R. Doc. 40-1132; Filed. March 19, 1940, 
10:12 a. m.J 


[Docket No. 39671 

In the Matter of Wardell Piano 
Company 

§ 3.6 (jlO) Advertising falsely or mis¬ 
leadingly—History of product: § 3.6 (r) 


* 5 F.R. 51. 
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(4) Advertising falsely or m isleadingly — 
Prices—Forced or sacrifice sales: § 3.6 
(r) (7) Advertising falsely or mislead¬ 
ingly — Prices—Usual as reduced: § 3.72 
(d) Offering deceptive inducements to 
purchase—Forced sale and price con¬ 
cessions: § 3.72 (n) Offering deceptive 
inducements to purchase—Special of¬ 
fers. Representing, in connection with 
offer, etc., in commerce, of pianos, that 
the prices at which respondent offers 
for sale and sells his products constitute 
a discount to the purchaser, or that such 
prices are special or reduced prices, or 
that such prices represent only an unpaid 
balance due on such products by the 
original purchaser, when, in fact, such 
prices are the usual and customary prices 
at which respondent sells such products 
in the normal and usual course of busi¬ 
ness, or representing that pianos have 
been repossessed from the purchasers 
thereof when such pianos have not in 
fact been so repossessed, prohibited. 
(Sec. 5, 38 Stat. 719, as amended by sec. 
3, 52 Stat. 112; 15 U.S.C., Supp. IV, sec. 
45b) fCease and desist order. Wardell 
Piano Company, Docket 3967, March 9, 
19401 

§ 3.6 (r) (2.5) Advertising falsely or 
misleadingly — Prices — Exaggerated as 
regular and customary: § 3.6 (gg) Ad¬ 
vertising falsely or misleadingly — Value. 
Representing, in connection with offer, 
etc., in commerce, of pianos, as the cus¬ 
tomary or regular prices or values of re¬ 
spondent's products prices and values 
which are in excess of the prices at which 
such products are regularly and custom¬ 
arily sold by respondent in the normal 
and usual course of business, prohibited. 
(Sec. 5, 38 Stat. 719, as amended by sfcc. 3, 
52 Stat. 112; 15 U.S.C., Supp. IV, sec. 
45b) [Cease and desist order, Wardell 
Piano Company, Docket 3967, March 9, 
1940] 

United States of America—Before 

Federal Trade Commission 

At a regular session of the Federal 
Trade Commission, held at its office in 
the City of Washington, D. C., on the 9th 
day of March, A. D. 1940. 

Commissioners: Ewin L. Davis, Chair¬ 
man; Garland S. Ferguson, Charles H. 
March. William A. Ayres, Robert E. 
Freer. 

In the Matter of Clayton L. Wardell, 

an Individual Trading as Wardell 

Piano Company 

ORDER TO CEASE AND DESIST 

This proceeding having been heard by 
the Federal Trade Commission upon the 
complaint of the Commission and the 
answer of respondent, in which answer 
the respondent admits all of the mate¬ 
rial allegations of fact set forth in said 
complaint and states that he waives all 
intervening procedure and further hear¬ 
ing as to the facts, and the Commission 
having made its findings as to the facts 
and its conclusion that respondent has 


violated the provisions of the Federal 
Trade Commission Act; 

It is ordered. That the respondent, 
Clayton L. Wardell. trading as Wardell 
Piano Company, or trading under any 
other name or names, his representatives, 
agents and employees, directly or through 
any corporate or other device, in connec¬ 
tion with the offering for sale, sale and 
distribution of pianos in commerce, as 
“commerce" is defined in the Federal 
Trade Commission Act, do forthwith 
cease and desist from: 

(1) Representing that the prices at 
which respondent offers for sale and sells 
his products constitute a discount to the 
purchaser, or that such prices are special 
or reduced prices, or that such prices 
represent only an unpaid balance due on 
such products by the original purchaser, 
when, in fact, such prices are the usual 
and customary prices at which respond¬ 
ent sells such products in the normal and 
usual course of business; 

(2) Representing as the customary or 
regular prices or values of respondent’s 
products prices and values which are in 
excess of the prices at which such prod¬ 
ucts are regularly and customarily sold 
by respondent in the normal and usual 
course of business. 

(3) Representing that pianos have 
been repossessed from the purchasers 
thereof when such pianos have not in 
fact been so repossessed. 

It is further ordered , That respondent 
shall within sixty (60) days after service 
upon him of this order file with the Com¬ 
mission a report in writing setting forth 
in detail the manner and form in which 
he has complied with this order. 

By the Commission. 

[seal] Otis B. Johnson, 

Secretary. 

[F. R. Doc. 40-1133. FUed, March 19. 1940; 

10:12 a. m.) 


TITLE 36—rAUKS AND FORESTS 

CHAPTER I—NATIONAL PARK 
SERVICE 

Glacier National Park 

SUBSIDIARY REGULATIONS 

Pursuant to the authority granted to 
the Secretary of the Interior by the Act 
of August 25,1916 (39 Stat. 535; 16 U.S.C. 
3). and pursuant to the authority granted 
to the Director of the National Park 
Service by the Rules and Regulations 
issued thereunder (1 F.R. 672, 36 CFR, 
Chapter I, Part 2), the following subsidi¬ 
ary regulations are prescribed for Glacier 
National Park: 

§ 20.3 Glacier National Park —(a) 
Fishing; open season . All waters are 
open to fishing from May 30 to October 
15, inclusive, subject to the following spe¬ 
cial exceptions and restrictions: 


(1) All waters in the Belly River, Lee 
Creek, North and South Forks of Ken¬ 
nedy Creek, and Waterton watersheds are 
open from July 1 to September 20, in¬ 
clusive. 

(2) The open season on Waterton 
Lake will conform with the Canadian 
season for the waters of the Lake within 
Waterton Lakes National Park, Canada. 

(3) The open season on the Middle and 
North Forks of the Flathead River will 
conform with the Montana season for 
those waters. 

(4) Howe Lake will be closed at 9:00 
P. M., July 5. 

(5) Midvale Creek is closed at all times, 

(6) Fishing is prohibited between the 
hours of 9:00 P. M. and 5:00 A. M. 

<b) Fishing; limit of catch and in pos¬ 
session. (1) The limit of catch per per¬ 
son per day shall be 15 pounds of fish 
(dressed weight with heads and tails 
intact) and 1 fish, not exceeding in the 
aggregate 10 fish. 

(2) Possession of more than one day’s 
catch limit by any person at any one 
time is prohibited. 

(c) Fishing ; bait. (1) The possession, 
or use for bait, of salmon eggs or other 
fish spawn, or any imitation thereof or 
substance prepared therefrom, is pro¬ 
hibited. 

(2) Fishing with multiple spinner 
baits (lures with more than one blade on 
a single line) is prohibited. 

(d) Speed. The maximum speed of 
automobiles and other vehicles, except 
ambulances and Government cars on 
emergency trips, shall not exceed the fol¬ 
lowing prescribed limits: 

(1) In all areas so posted, and on dan¬ 
gerous curves, 20 miles per hour. 

(2) On the North Fork Road from 
Apgar to Kishenelm, and on all feeder 
roads leading thereto, 25 miles per hour. 

(3) Between U. S. Highway No. 89 
(BJackfeet Highway) and Cutbank 
Chalets, 25 miles per hour. 

(4) Between U. S. Highway No. 89 
(Blackfeet Highway) and Two Medicine 
Chalets. 30 miles per hour. 

(5) On the Going-to-the-Sun High¬ 
way between Logan Creek and Siyeh 
Creek, 30 miles per hour. 

(6) All trucks of 1& ton capacity or 
over, and cars towing trailers or other 
cars or vehicles of any kind, 30 miles per 
hour. 

(7) Passenger cars, and trucks of less 
than IV 2 ton capacity, on straight open 
stretches, unless otherwise posted, 40 
miles per hour. 

(e) Entrance roads. (1) The St. Mary 
and west entrances will be open 24 hours 
each day during the travel season. 

(2) The Two Medicine and Many 

Glacier entrances will be open from 6:30 
A. M. to 10:30 P. M. during the travel 
season. 0 

(3) The Polebridge entrance will be 
open from 7:00 A. M. to 9:00 P. M. during 
the travel season. 


t 
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(t) Camping. No person, party, or or¬ 
ganization shall be permitted to camp in 
Sprague Creek campground more than 
15 days in any calendar year. 

(g) Supersedure. All previous subsidi¬ 
ary regulations for Glacier National Park 
are hereby superseded. 

Approved, March 13, 1940. 

1 seal] Arno B. Cammerer, 

Director. 

|F. R. Doc. 40-1128; Filed, March 19. 1940; 
9:37 a. m.j 


Notices 


DEPARTMENT OF THE INTERIOR. 

Bituminous Coal Division. 

{Docket No. 549-FD] 

In the Matter of the Application of 
North American Refractories Com¬ 
pany for Exemption 

order granting renewal 

The North American Refractories Com¬ 
pany, applicant herein, having on Octo¬ 
ber 6, 1938, filed with the National 
Bituminous Coal Commission a verified 
application for exemption with respect 
to certain bituminous coal produced and 
consumed by the Applicant, or produced 
and transported by the Applicant to itself 
for consumption by it in its manufacture 
of refractories in its plants located at 
Curwensville and Lumber City, Pennsyl¬ 
vania. and Strasburg, Ohio; and 
The Commission having, on February 
8,1939, entered an order pursuant to such 
application in Docket No. 549-FD, order¬ 
ing that the provisions of section 4, Part 
II (1) of the Bituminous Coal Act of 1937 
apply to the bituminous coal produced by 
the Applicant at its mines located in 
Clearfield County, Pennsylvania, and 
Tuscarawas County, Ohio, and consumed 
by the Applicant in its manufacture of 
refractories, and that such coal shall not 
be deemed subject to the provisions of 
section 4 of the Bituminous Coal Act of 
1937. and further ordering the Applicant 
to apply annually thereafter, and at such 
other times as the Commission may re¬ 
quire. for renewal of said order and to 
file such accompanying reports as will 
enable the Commission to determine 
whether the facts as found in said order 
continue to exist; and 
Applicant having on February 15. 1940, 
filed with the Director of the Bituminous 
Coal Division a verified application for re¬ 
newal of said order which application 
contains a statement of the quantity of 
coal produced by the Applicant during 
the year preceding the filing of the ap¬ 
plication for renewal, at its mines located 
in Clearfield County, Pennsylvania, and 
Tuscarawas County, Ohio, and the por¬ 
tion thereof which was consumed by Ap¬ 
plicant in its manufacture of refractories, 


at its plants located at Curwensville and 
Lumber City, Pennsylvania, and Stras¬ 
burg, Ohio; and 

The Director having determined that 
the conditions supporting the exemption 
granted by the order of February 8, 1939, 
continue to exist: 

It is ordered , That the application filed 
by the Applicant for renewal of said order 
dated February 8. 1939 be and the same 
is hereby granted; 

Provided . however. That the said order 
dated February 8.1939 and the exemption 
granted thereby, and this renewal of said 
order, shall automatically terminate and 
expire: 

1. Unless the Applicant on or before 
February 18, 1941, files an application for 
renewal of said order; 

2. Unless the Applicant on or before 
October 18, 1940, files with the Director 
a verified report for the six-month pe¬ 
riod ending September 18, 1940, contain¬ 
ing the following information which the 
Director hereby finds to be necessary and 
appropriate to enable him to determine 
whether the conditions supporting the 
exemption granted to the Applicant con¬ 
tinue to exist: 

(a) The full name and business ad¬ 
dress of the Applicant, and the names 
and locations of the mines covered by 
this application; 

(b) The total tonnage of bituminous 
coal produced by the Applicant during 
the preceding six months at such mines; 

(c) The total tonnage of such produc¬ 
tion which was consumed by the Appli¬ 
cant, and the nature and purpose of such 
consumption; 

(d) A statement that all the facts as 
set forth in the application dated Oc¬ 
tober 6, 1938 remain true and correct, 
and if not, a detailed explanation of the 
variance; 

3. Unless the Applicant shall imme¬ 
diately notify the Director upon: 

(a) Any change in the ownership of 
the mines from which the coal in ques¬ 
tion was produced or in the ownership 
of the plants or factories or other facili¬ 
ties at which the coal is consumed; 

(b) Any change in the agency or in¬ 
strumentality through which the coal is 
being produced on the date of this order. 

It is further ordered. That the Director 
at any time, upon his own motion or 
upon the petition of any interested per¬ 
son, may direct the Applicant to show 
cause why the exemption granted by the 
order of February 8, 1939, should not be 
terminated. Any person filing such a 
petition shall serve a copy thereof upon 
the Applicant herein. 

Dated, March 18, 1940. 

[seal] H. A. Gray, 

. Director. 

| F. R. Doc. 40-1139; Filed. March 19, 1940; 

11:13 a. m.J 


Bureau of Reclamation. 

Columbia Basin Project, Washington 

FIRST FORM RECLAMATION WITHDRAWAL 

February 29, 1940. 
The Secretary of the Interior. 

Sir: In accordance with the authority 
vested in you by the act of June 26. 1936, 
(49 Stat., 1976) it is recommended that 
the following described lands be with¬ 
drawn from public entry under the first 
form withdrawal as provided in Section 
3, Act of June 17, 1902 (32 Stat., 388). 
Columbia Basin Project 

WILLAMETTE MERIDIAN, WASHINGTON 

T. 36 N., R. 38 E„ Sec. 7. SW^SEft 
Respectfully, 

John C. Paqe, 
Commissioner. 

The foregoing recommendation is 
hereby approved, and it is so ordered. 
Tlie Commissioner of the General Land 
Office is hereby authorized and directed 
to cause the records of his office and the 
local land office to be noted accordingly. 

E. K. Burlew, 

First Assistant Secretary. 
March 12. 1940. 

[F. R. Doc. 40-1129; Filed, March 19, 1940; 
9:37 a. m.j 


DEPARTMENT OF LABOR. 

Wage and Hour Division. 

In the Matter of Application for the 
Exemption of the Open-Cut or Sur¬ 
face Mining of Placer Tin in the 
Territory of Alaska From the Maxi¬ 
mum Hours Provisions 

Whereas, application has been filed 
by the American Mining Congress for 
the exemption of the open-cut or sur¬ 
face mining of placer tin in the terri¬ 
tory of Alaska from the maximum hours 
provisions of the Fair Labor Standards 
Act of 1938 as a branch of an industry 
of a seasonal nature within the mean¬ 
ing of section 7 (b) (3) and Part 526, 
as amended, of the Regulations issued 
thereunder, and 
Whereas, it appears that: 

(1) in the United States placer tin is 
extracted from surface or open cuts 
only in the northwestern tip of tho 
Seward Peninsula of Alaska, and 

(2) the mining of placer tin from sur¬ 
face or open cuts is characterized by 
annually recurring cessation of opera¬ 
tion, because freezing temperatures and 
severe climate during this period make 
impossible the excavating of the tin 
minerals, and the washing and separat¬ 
ing thereof; and 

(3) except for maintenance, repair, 
and sales work, the open-cut mining of 
placer tin in the above defined area 
ceases completely during a regularly re¬ 
curring part of the year for a period of 
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approximately nine months, because due 
to climatic and other natural causes, 
the materials used by the industry are 
not available in the form in which they 
are handled or processed. 

Now, therefore, upon consideration of 
the facts stated in the said application 
and upon further investigation, the Ad¬ 
ministrator hereby determines, pursuant 
to § 526.5 (c) of the Regulations, that 
a prima facie case has been shown for 
the granting of an exemption, pursu¬ 
ant to section 7 (b) (3) of the Fair 
Labor Standards Act of 1938 and Part 
526, as amended, of the Regulations is¬ 
sued thereunder to the mining of placer 
tin from surface or open cuts from the 
territory of Alaska. 

In the above the mining of placer tin 
from surface or open cuts is defined to 
mean the extraction of such tin from 
pit, bank or marine deposits by hand or 
power methods but does not embrace 
any underground operations. 

According to the procedure estab¬ 
lished by § 526.5 (c) of the Regulations, 
the Administrator for fifteen days fol¬ 
lowing the publication of this determi¬ 
nation. will receive objection to the 
granting of the exemption and request 
for hearing from any interested person. 
Upon the receipt of objection and re¬ 
quest for hearing, the Administrator 
will set the application for hearing be¬ 
fore himself or an authorized repre¬ 
sentative. 

If no objection and request for hear¬ 
ing is received before fifteen days, the 
Administrator will make a finding upon 
the prima facie case. 

This application and the report of the 
investigation made thereon may be ex¬ 
amined at Room 313, 939 D Street, 
N. W.. Washington, D. C. Copies of this 
application and the report of the in¬ 
vestigation made thereon will be on file 
and may be examined in the offices of 
Mr. B. D. Stewart, Representative of 
the Wage and Hour Division, Depart¬ 
ment of Labor, Juneau. Alaska. 

Signed at Washington. D. C., this 
29th day of February, 1940. 

Harold D. Jacobs, 

Administrator. 

(F. R. Doc. 40-1127; Filed, March 18. 1940; 

2:39 p.m.J 


(Administrative Order No. 45] 

Dissolving Industry Committee No. 1 
for the Textile Industry, No. 3 for 
the Hosiery Industry, and No. 5 for 
the Millinery Industry 

Whereas the Administrator by Admin¬ 
istrative Order No. 1, dated September 
13, 1938, appointed Industry Committee 
No. 1 for the Textile Industry: by Admin¬ 
istrative Order No. 15, dated February 1, 
1939, appointed Industry Committee No. 
3 for the Hosiery Industry; and by Ad¬ 
ministrative Order No. 17. dated March 
7, 1939, appointed Industry Committee 
No. 5 for the Millinery Industry, and 


Whereas in accordance with the rec¬ 
ommendations of these Committees, the 
Administrator issued Wage Orders set¬ 
ting minimum wages for these indus¬ 
tries, and the functions of these Com¬ 
mittees have now been completed: 

Now, therefore, it is ordered , That In¬ 
dustry Committee No. 1 for the Textile 
Industry, Industry Committee No. 3 for 
the Hosiery Industry and Industry Com¬ 
mittee No. 5 for the Millinery Industry 
be and they hereby are dissolved. 

Signed at Washington, D. C., this 18th 
day of March 1940. 

Philip B. Fleming, 
Colonel, Corps of Engineers, 

Administrator. 

(F. R. Doc. 40-1140; Filed. March 19. 1940; 

11:24 a. m.| 


CIVIL AERONAUTICS AUTHORITY. 

(Doc. NO. 59-401 (E)-ll 

In the Matter of the Application of 
Tri-State Aviation Corporation for a 
Certificate of Public Convenience 
and Necessity Under Section 401 (e) 
of the Civil Aeronautics Act of 1938 

notice of oral argument 

The above-entitled proceeding being 
the application of Tri-State Aviation 
Corporation for a certificate of public 
convenience and necessity authorizing air 
transportation (1) between Pittsburgh, 
Pa., Morgantown. Wheeling, Parkersburg, 
Beckley and Princeton, W. Va.; (2) be¬ 
tween Morgantown. Clarksburg, Elkins 
and Charleston. W. Va.; and (3) be¬ 
tween Morgantown, W. Va., Cumberland, 
Md.. Martinsburg, W. Va., and Baltimore, 
Md.. is assigned for oral argument before 
the Authority on March 21, 1940, at 10 
o'clock a. m. (Eastern Standard Time), 
in Room 5044 Commerce Building, 
Washington. D. C. 

Dated Washington. D. C., March 16, 
1940. 

By the Authority. 

[seal] Paul J. Frizzell, 

Secretary. 

[F. R. Doc. 40-1141; Filed, March 19. 1940; 

11:33 a. m .] 


(Docket No. 30-402 (C)-l( 

In the Matter of the Application of 
Compania Mexicana de Aviacion, S. A. 
for a Foreign Air Carrier Permit 
Under Section 402 of the Civil Aero¬ 
nautics Act of 1938 

notice of hearing 

The above-entitled proceeding, being 
the application of Compania Mexicana 
de Aviacion, S. A., for a foreign air car¬ 
rier permit authorizing air transporta¬ 
tion between Mexico City, Mexico and 
Los Angeles, Calif., is hereby assigned for 
public hearing on March 21, 1940, 10 
o’clock a. m. (Eastern Standard Time) 


at the Mayflower Hotel, Connecticut 
Avenue and DeSales Street, Washing¬ 
ton, D. C., before Examiner Frank P. 
McIntyre. 

Dated Washington, D. C., March 18, 
1940. 

By the Authority. 

[seal! Paul J. Frizzell, 

Secretary, 

(F. R. Doc. 40-1142; Filed, March 19, 1940; 
11:33 a. m.J 


FEDERAL POWER COMMISSION. 

(Docket Nos. G-100. 0-101, G-113, G-127J 

City of Cleveland, Complainant, v. 
Hope Natural Gas Company, Defend¬ 
ant; City of Akron, Complainant, v. 
Hope Natural Gas Company, Defend¬ 
ant; In the Matter of Hope Natural 
Gas Company; Pennsylvania Public 
Utility Commission, Complainant, v. 
Hope Natural Gas Company, Defend¬ 
ant 

order amending order fixing date of 
hearing 

March 15, 1940. 

Commissioners: Leland Olds, Chair¬ 
man; Claude L. Draper. Basil Manly, 
John W. Scott. Clyde L. Seavey, not 
participating. 

It appearing to the Commission that: 

(a) By its order dated October 3, 
1939, the Commission ordered that a 
public hearing in the above entitled 
matters be held commencing on De¬ 
cember 4, 1939, at 10 o’clock in the 
hearing room of the Federal Power 
Commission. Hurley-Wright Building, 
1800 Pennsylvania Avenue, N. W., Wash¬ 
ington, D. C.: 

(b) By its order dated November 28, 
1939, 1 the Commission amended its or¬ 
der of October 3, 1939, so as to post¬ 
pone the date of said public hearing 
until April 1, 1940; 

(c) Counsel for the Hope Natural 
Gas Company, the defendant and re¬ 
spondent in the above entitled proceed¬ 
ings, has requested that the place of the 
public hearing to be held in these mat¬ 
ters be changed from Washington, 
D. C. to Clarksburg, West Virginia; 

The Commission orders that: 

(A) The public hearing in the above 
entitled proceedings now set to begin 
on April 1, 1940, at 10 o’clock a. m. in 
the hearing room of the Federal Power 
Commission, Hurley-Wright Building, 
1800 Pennsylvania Avenue. N. W., Wash¬ 
ington, D. C.. be held commencing on 
April 1. 1940, at 10 o’clock a. m. in the 
Federal Grand Jury Room. Federal 
Building, Clarksburg, West Virginia; 

(B) The Commission’s order of Oc¬ 
tober 3, 1939, as amended by the Com¬ 
mission’s order of November 28, 1939, 


1 4 F.R. 4747. 
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be and it is hereby amended to the ex¬ 
tent, and only to the extent, indi¬ 
cated by paragraph (A) above. 

By the Commission. 

I seal] Leon M. Fuqua y, 

Secretary. 

IF. R. Doc. 40-1126; Filed. March 18^940; 
12:07 p. m.J 


FEDERAL TRADE COMMISSION. 

United States of America—Before 
Federal Trade Commission 

At a regular session of the Federal 
Trade Commission, held at its office in 
the City of Washington, D. C.. on the 
15th day of March. A. D. 1940. 

Commissioners: Ewin L. Davis, Chair¬ 
man; Garland S. Ferguson, Charles H. 
March, William A. Ayres, Robert E. 
Freer. 

(Docket No. 38681 

In the Matter of Southern Vitrified 
Pipe Association, Its Officers. Board 
of Directors and Members, Cliff B. 
Beasley, President. W. Clement 
Boren, Jr., Vice President, D. M. 
Strickland, Secretary-Manager, and 
John M. Byrne. Treasurer, Both Sepa¬ 
rately and as Representatives of the 
Following Members of Said Associa¬ 
tion: W. S. Dickey Clay Manufactur¬ 
ing Company. Lee Clay Products Com¬ 
pany, Pomona Terra Cotta Company, 
Pine Hall Brick and Pipe Company, 
The Columbia Clay Company. Georgia 
Vitrified Brick and Clay Company, 
Oconee Clay Products Company, Can- 
nelton Sewer Pipe Company, Owens¬ 
boro Sewer Pipe Company, P. Bannon 
Pipe Company, Both Separately and as 
Representatives of the Other Mem¬ 
bers 

order appointing examiner and fixing 

TIME AND PLACE FOR TAKING TESTIMONY 

This matter being at issue and ready 
for the taking of testimony, and pur¬ 
suant to authority vested in the Federal 
Trade Commission, under an Act of Con¬ 
gress (38 Stat. 717; 15 U.S.C.A., sec¬ 
tion 41), 

It is ordered. That Randolph Preston, 
an examiner of this Commission, be and 
he hereby is designated and appointed 
to take testimony and receive evidence 
in this proceeding and to perform all 
other duties authorized by law; 

It is further ordered . That the taking 
of testimony in this proceeding begin on 
Saturday, March 30, 1940, at ten o’clock 
in the forenoon of that day (Central 
Standard Time) in Room 232, Post Office 
Building. Lexington, Kentucky. 

Upon completion of testimony for the 
Federal Trade Commission, the examiner 
is directed to proceed immediately to 
take testimony and evidence on behalf 
of the respondent. The examiner will 


then close the case and make his report 
upon the evidence. 

By direction of the Commission. 

[seal] Otis B. Johnson, 

Secretary. 

(F. R. Doc. 40-1134; Filed, March 19, 1940; 
10:55 a. m.| 

« 


United States of America—Before 
Federal Trade Commission 

At a regular session of the Federal 
Trade Commission, held at its office in 
the City of Washington, D. C., on the 
16th day of March, 1940. 

Commissioners: Ewin L. Davis, Chair¬ 
man; Garland S. Ferguson, Charles H. 
March, William A. Ayres, Robert E. Freer. 

(Docket No. 3879] 

In the Matter of Charles L. Klapp, an 
Individual Trading as The Cardinal 
Co., and as The Cardinal Company of 
St. Louis 

ORDER APPOINTING EXAMINER AND FIXING 
TIME AND PLACE FOR TAKING TESTIMONY 

This matter being at issue and ready 
for the taking of testimony, and pursuant 
to authority vested in the Federal Trade 
Commission, under an Act of Congress 
(39 Stat. 717; 15 U. S. C. A., section 41), 
It is ordered. That John W. Addison, 
an examiner of this Commission, be and 
he hereby is designated and appointed to 
take testimony and receive evidence in 
this proceeding and to perform all other 
duties authorized by law; 

It is further ordered, That the taking 
of testimony in this proceeding begin on 
Tuesday, March 26, 1940, at 10 o’clock in 
the forenoon of that day (eastern stand¬ 
ard time) in Room 1604, United States 
Court House, Foley Square, New York, 
New York. 

Upon completion of testimony for the 
Federal Trade Commission, the examiner 
is directed to proceed immediately to take 
testimony and evidence on behalf of the 
respondent. The examiner will then 
close the case and make his report upon 
the evidence. 

By the Commission, 
i seal J Otis B. Johnson, 

> Secretary. 

(F. R. Doc. 40-1135; Filed. March 19, 1940; 

10:55 a. m.J 


United States of America—Before 
Federal Trade Commission 

At a regular session of the Federal 
Trade Commission held at its office in 
the City of Washington, D. C., on the 
16th day of March. A. D. 1940. 

Commissioners: Ewin L. Davis, Chair¬ 
man; Garland S. Ferguson, Charles H. 
Marsh, William A. Ayres, Robert E. 
Freer. 


(Docket No. 39731 

In the Matter of Beho Rubber Company, 
inc., a Corporation, and Bernard 
Holtzman. Mae Murray, and Milton 
M. Holtzman, Individually and as Of¬ 
ficers and Directors of Beho Rubber 
Company, Inc., Also Trading as the 
Best Tire House, the Modern Im¬ 
proved Retread Outlet, and the As¬ 
sured Remolded Tire Distributors 

ORDER APPOINTING EXAMINER AND FIXING 
TIME AND PLACE FOR TAKING TESTIMONY 

This matter being at issue and ready 
for the taking of. testimony and pursuant 
to authority vested in the Federal Trade 
Commission, under an Act of Congress 
(38 Stat. 717, 15 U.S.C.A., section 41), 

It is ordered. That Edward E. Reardon, 
an examiner of this Commission, be and 
he hereby is designated and appointed to 
take testimony and receive evidence in 
this proceeding and to perform all other 
duties authorized by law; 

It is further ordered, That the taking 
of testimony in this proceeding begin on 
Saturday, March 23, 1940, at ten o’clock 
in the forenoon of that day (central 
standard time) in Room 1123, New Post 
Office Building, 433 West Van Buren 
Street, Chicago, Illinois. 

Upon completion of testimony for the 
Federal Trade Commission, the examiner 
is directed to proceed immediately to take 
testimony and evidence on behalf of the 
respondent. The examiner will-then close 
the case and make his report upon the 
evidence. 

By the Commission. 

[seal] Otis B. Johnson, 

Secretary. 

(F. R. Doc. 40-1136; Filed, March 19. 1940; 

10:56 a. m.) 


United States of America—Before 
Federal Trade Commission 

At a regular session of the Federal 
Trade Commission, held at its office in 
the City of Washington, D. C., on the 
16th day of March 1940. 

Commissioners: Ewin L. Davis. Chair¬ 
man; Garland S. Ferguson, Charles H. 
^larch. William A. Ayres„ Robert E. 
Freer/ 

(Docket No. 3993) 

In the Matter of Aurine Company, Inc., 
a Corporation 

ORDER APPOINTING EXAMINER AND FIXING 
TIME AND PLACE FOR TAKING TESTIMONY 

This matter being at issue and ready 
for the taking of testimony, and pursuant 
to authority vested in the Federal Trade 
Commission, under an Act of Congress 
(38 Stat. 717; 15 U.S.C.A., section 41), 
It is ordered, That Edward E. Reardon, 
an examiner of this Commission, be and 
he hereby is designated and appointed 
to take testimony and receive evidence 
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in this proceeding and to perform all 
other duties authorized by law; 

It is further ordered. That the taking 
of testimony in this proceeding being on 
Thursday, April 4, 1940, at ten o’clock 
in the forenoon of that day (central 
standard time) in Room 1123, New Post 
Office Building, Chicago. Illinois. 

Upon completion of testimony for the 
Federal Trade Commission, the examiner 
is directed to proceed immediately to take 
testimony and evidence on behalf of the 
respondent. The examiner will then 
close the case and make his report upon 
the evidence. 

By the Commission. 

I seal! Otis B. Johnson, 

Secretary. 

[F. R. Doc. 40-1137; Filed, March 19. 1940; 

10:56 a. m.] 


United States of America—Before 
Federal Trade Commission 

At a regular session of the Federal 
Trade Commission, held at its office in 
the City of Washington. D. C., on the 
16th day of March, A. D. 1940. 

Commissioners: Ewin L. Davis, Chair¬ 
man; Garland S. Ferguson, Charles H. 
March, William A. Ayres, Robert E. 
Freer. 

[Docket No. 40371 

In the Matter of Trippe Manufacturing 

Company, and Trippe Sales Company 

ORDER APPOINTING EXAMINER AND FIXING 

TIME AND PLACE FOR TAKING TESTIMONY 

This matter being at issue and ready 
for the taking of testimony, and pur¬ 
suant to authority vested in the Federal 
Trade Commission, under an Act of Con¬ 
gress (38 Stat. 717; 15 U.S.C.A., section 
41), 

It is ordered , That Edward E. Reardon, 
an examiner of this Commission, be and 
he hereby is designated and appointed to 
take testimony and receive evidence in 
this proceeding and to perform all other 
duties authorized by law; 

It is further ordered, That the taking 
of testimony in this proceeding begin on 
Saturday, April 6. 1940, at ten o’clock in 
the forenoon of that day (central stand¬ 
ard time) in Room 1123. New Post Office 
Building, 433 West Van Buren Street, 
Chicago, Illinois. 

Upon completion of testimony for the 
Federal Trade Commission, the examiner 
is directed to proceed immediately to 
take testimony and evidence on behalf 
of the respondent. The examiner will 
then close the case and make his report 
upon the evidence. 

By the Commission. 

[seal] Otis B. Johnson, 

Secretary. 

IF. R. Doc. 40-1138; Filed, March 19. 1940; 

10:56 a. m.J 
No. 55-2 


SECURITIES AND EXCHANGE COM¬ 
MISSION. 

United States of America—Before the 

Securities and Exchange Commission 

At a regular session of the Securities 
and Exchange Commission held at its 
office in the City of Washington, D. C., 
on the 14th day of March, A. D. 1940. 

[File Nos. 32-197 and 65-51 

In the Matter of Michigan Consolidated 

Gas Company and Dillon, Read & Co. 

ORDER APPROVING APPLICATION 

Michigan Consolidated Gas Company, 
a subsidiary of American Light & Trac¬ 
tion Company, a registered holding com¬ 
pany, having filed an application and 
amendments thereto with this Commis¬ 
sion pursuant to section 6 <b) of the Pub¬ 
lic Utility Holding Company Act of 1935 
for exemption from the provisions of 
Section 6 (a) of said Act with respect to 
the issue and private sale of $2,000,000 
principal amount of First Mortgage 
Bonds, 4% Series, due 1963; and 

The Commission having heretofore or¬ 
dered pursuant to Rule U-12F-2 of the 
General Rules and Regulations promul¬ 
gated under said Act that the Michigan 
Consolidated Gas Company and Dillon, 
Read & Co., and each of them show cause 
why the Commission should not find that 
Dillon, Read & Co. stands in such relation 
to Michigan Consolidated Gas Company 
that there is liable to be or to have been 
an absence of arm’s-length bargaining in 
connection with the issue and sale of the 
securities referred to herein and whether 
the finder’s fee to be paid to Dillon, Read 
& Co. in connection with the services ren¬ 
dered is or is not reasonable and whether 
the services were or were not necessary; 
the proceeding in regard to such matter 
not having been completed and Dillon, 
Read & Co. having agreed that, pending 
the final determination of the issues 
raised by said U-12F-2 Order to Show 
Cause, no finder’s fee shall be paid di¬ 
rectly or Indirectly to Dillon, Read & Co.; 
and 

A public hearing on the amended ap¬ 
plication filed pursuant to section 6 (b) 
of said Act having been duly held after 
appropriate notice; the record in this 
matter having been duly considered; the 
Commission having made and filed its 
findings and opinion herein; 

It is ordered , That said amended appli¬ 
cation be and the same hereby is ap¬ 
proved, subject, however, to the follow¬ 
ing terms and conditions: 

(1) That the issue and sale of such 
securities shall be effected in accordance 
with the terms and conditions set forth 
in, and for the purposes represented by. 
said amended application; and 

(2) That within ten days after the is¬ 
suance of the aforesaid securities, the 
applicant shall file with this Commission 
a certificate of notification showing that 


such issue and sale have been effected in 
accordance with the terms and conditions 
of, and for the purposes represented by, 
said amended application; and 

(3) That this exemption shall imme¬ 
diately terminate without further order 
of this Commission if the express au¬ 
thorization of the issue and sale of the 
aforesaid securities by the Michigan 
Public Service Commission shall be re¬ 
voked or otherwise terminated; and 

(4) That the conditions contained in 
our Order issued October 5, 1938 with re¬ 
spect to Michigan Consolidated Gas 
Company and the Supplemental Order 
of the same date be continued in such 
force and effect as though herein set 
forth; and 

(5) That pending the final determina¬ 
tion of the Issues raised by the Order 
to Show Cause issued pursuant to Rule 
U-12F-2, no finder’s fee, in accordance 
with the agreement of Dillon, Read & Co. 
referred to herein, be paid directly or 
indirectly to Dillon. Read & Co.; and 
that the Commission reserve jurisdiction 
as to whether the proposed fee is or is 
not reasonable. 

By the Commission. 

[seal] Francis P. Brassor, 

Secretary. 

[F. R. Doc. 40-1144; Filed, March 19. 1940: 

11:43 a. m.J 


United States of America—Before the 

Securities and Exchange Commission 

At a regular session of the Securities 
and Exchange Commission, held at its 
office in the City of Washington, D. C. # 
on the 15th day of March, A. D. 1940. 

[File No. 70-6] 

In the Matter of Wisconsin Electric 
Power Company 

ORDER PERMITTING DECLARATION TO BECOME 
EFFECTIVE 

Wisconsin Electric Power Company, a 
subsidiary of The North American Com¬ 
pany, a registered holding company hav¬ 
ing filed a declaration under section 7 
of the Public Utility Holding Company 
Act of 1935 regarding (a) the reducing 
of the interest rate on its now outstand¬ 
ing unsecured Serial Promissory Notes in 
the principal amount of $13,250,000 is¬ 
sued and sold on or about October 28, 
1938 under a loan agreement dated Oc¬ 
tober 28, 1938 to The Chase National 
Bank of the City of New York and asso¬ 
ciated banks from 3.4% per annum to 
2.625% per annum, and (b) the lowering 
of the redemption premium payable only 
in the event said notes are prepaid prior 
to October 28. 1948 out of funds derived 
from financing, other than equity financ¬ 
ing. from a 2.475% instead of a 3.25% 
yield basis to the maturity dates of the 
principal anticipated; 

A public hearing having been held on 
the declaration after appropriate notice; 
the record h\ the matter having been 
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considered; and the Commission having 
made its findings herein; 

It is ordered. That the declaration un¬ 
der section 7 of the Act be. and the same 
hereby is permitted to become effective 
forthwith, subject to the following con¬ 
ditions: 

(1) That the transaction set forth in 
the declaration be carried out in all re¬ 
spects in accordance with and for the 
purposes represented thereby; 

(2) That the transaction set forth in 
the declaration be consummated within 
30 days after the date of this order; and 

(3) That within 10 days after the con¬ 
summation of the transaction set forth 
in the declaration. Wisconsin Electric 
Power Company shall file with the Com¬ 
mission a certificate of notification show¬ 
ing that the transaction has been ef¬ 
fected in accordance with the terms and 
conditions of and for the purposes repre¬ 
sented by said declaration. 

By the Commission. 

[ seal 1 Francis P. Brassor. 

Secretary. 

[F. R. Doc. 40-1145: Piled. March 19. 1940; 

11:43 a. m.| 


United States of America—Before the 
Securities and Exchange Commission 

At a regular session of the Securities 
and Exchange Commission held at its 
office in the City of Washington. D. C., 
on the 18th day of March, A. D. 1940. 
IPlle No. 32-1501 

In the Matter of National Gas & Elec¬ 
tric Corporation, Public Gas & Coke 
Company. National Utilities Company 
of Michigan, Michigan Fuel and Light 
Company ^ 

ORDER ALLOWING APPLICATION TO INTERVENE 

Dubuque Fire and Marine Insurance 
Company, National Reserve Insurance 
Company. American Trust and Savings 
Bank, Dubuque Securities Company and 
C. J. Schrup by Samuel Becker and 


Clausen. Hirsh & Miller, their attorneys, 
having filed an application to intervene 
in the above titled proceeding from which 
it appears, among, other things, said ap¬ 
plicants are the owners and holders of 
First Lien Collateral Trust Bonds of Pub¬ 
lic Gas & Coke Company in the principal 
amount of $47,000 and that said appli¬ 
cants have an interest in the above titled 
proceeding. 

It is hereby ordered, That said applica¬ 
tion be and the same hereby is granted. 

By the Commission. 

LsealI Francis P. Brassor, 

Secretary. 

[P. R. Doc. 40-1147; Piled, March 19, 1940; 

11:44 a. m. | 


United States of America—Before the 

Securities and Exchange Commission 

At a regular session of the Securities 
and Exchange Commission, held at its 
office in the City of Washington, D. C., on 
the 18th day of March, A. D. 1940. 

(File No. 70-81 

In the Matter of Continental Gas & 
Electric Corporation 

notice of filing of declaration 

Notice is hereby given that Continental 
Gas & Electric Corporation, a registered 
holding company, has filed a declaration 
and an amendment thereto, with this 
Commission pursuant to Rule U-12B-1 
promulgated under the Public Utility 
Holding Company Act of 1935, relating 
to a contribution in the sum of $330,000 
proposed to be made by said Continental 
Gas & Electric Corporation to the paid-in 
surplus of Panhandle Power & Light Com¬ 
pany, a wholly owned subsidiary of said 
declarant. Said declaration states that 
the funds so contributed will be used by 
said Panhandle Power & Light Company 
to assist it in the completion of its con¬ 
struction program for the year 1940, the 
estimated cash resources of said Pan¬ 
handle Power & Light Company being 
insufficient for that purpose at this time. 


Said Continental Gas & Electric Cor¬ 
poration has requested that the Commis¬ 
sion permit such declaration to become 
effective as to $200,000 of the amount 
proposed to be contributed at as early a 
date as possible, and prior to April 4,1940. 
As to the balance of the $330,000 pro¬ 
posed to be contributed, the declarant 
has requested that the declaration be per¬ 
mitted to become effective twenty days 
after its filing as provided by Rule U- 
12B-1. 

Pursuant to the provisions of Rule 
U-12B-1, said declaration will become 
effective on the 4th day of April, 1940, 
or on the twentieth day after the filing 
of the last amendment to such declara¬ 
tion, if any further amendments thereto 
be filed, unless prior to that date the 
Commission shall issue an order for hear¬ 
ing on such declaration, or unless the 
declarant designates a later date in any 
amendment to said declaration or in 
written or telegraphic notice to the Com¬ 
mission, or unless the Commission shall 
grant the aforesaid request of said declar¬ 
ant and permit such declaration to be¬ 
come effective as to $200,000 of the 
amount proposed to be contributed prior 
to the 4th day of April, 1940, but in no 
event earlier than March 26, 1940. 

Notice is given to States, State com¬ 
missions, State securities commissions, 
municipalities, and other political sub¬ 
divisions of a State, to consumers and 
security holders, to representatives of 
consumers or of security holders, and to 
all other persons, of the filing of the 
aforesaid declaration, and any request 
that a healing be held with respect to 
said declaration^ shall be filed with the 
Commission not later than March 24. 
1940. Any such request for hearing shall 
include a statement of reasons why such 
hearing is requested. 

Pursuant to the direction of the Com¬ 
mission. 

[seal] Francis P. Brassor, 

Secretary. 

[F. R. Doc. 40-1146; Filed. March 19. 1940; 

11:43 a. m.| 













